FALKNER  SWAMP  REFORMED  CHURCH. 
NEW  HANOVER.  PA. 
DEDICATED  JUNE  6.  1790 

Congregation   organized  bg  Rev.  John  Philip 
Boehm  In  1720    First  Church  Erected 
1739-1743 


